LORD  KELVIN, AN ELECTRICAL GENIUS

This Grand Old Man of electrical science, Lord Kelvin, whose portrait you see above, began
life as plain William Thomson. He was raised to the peerage in 1892, with the title of Baron
Kelvin of Largs, in recognition of the great work that he had done in the field of electrical
science. Among the scores of things invented by him may be mentioned especially the mirror
galvanometer and siphon recorder, used for receiving messages sent through submarine cables,
and his improved magnetic ship's compass (on which he is seen leaning).
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